100]      OF  AN  INCOMPRESSIBLE HEAVY  FLUID  OF  VARIABLE  DENSITY.       207
of a gradual increase in the thickness of the layer of transition, the extreme densities (determined by ftl) and the wave-length "being given.
l<t>	Id	pj/sinai0
0°	Id	1-000
10°	•06155	1-021
20°	•2541	1-086
30°	•6046	1-209
40°	1-172	1-418
50°	2-080	1-772
60°	3-628	2-418
70°	6-713	3-801
80°	15-838	8-165
90°	Id	4*1
